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STATEMENT OF WORK 
‘DEVELOPMENT OF SYSTEM 5 


The Contractor proposes to supply all engineering, labor, facilities, 
and materials necessary to perform the following work: 


1. Development, design, fabrication, and laboratory test of a 
prototype model of Electronic System No. 5 in general con- 
formity with performance requirements discussed with 
Government Representatives. The Contractor will produce 
one (1) deliverable prototype of System No. 5, 


Qe Development, design, fabrication, and laboratory test of 
four (4) special amplifiers, associated power supplies, and 
special antenna tuning motor assemblies suitable for use 
with System 5 and conforming to design requirements furnished 
by Government Representatives, 


“his document contains Information affecting the national 
defense of the United States within the meaning of the 
Espionage Laws, Title 18 U.S.C., Seclion 793 and 794. Its 
fransmission or the revelation of its contents in any manner 
# an unauthorized person is prohibited by law.” 
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